
Various tests given 

Development of the testing service 

Estimate of their value to Placement Officers 


Clerical pool pending clearance 
Numbers in pool average 19 h9 

1950 

1951 

Average time in pool 

Duties performed of unclassified nature 


Morale of non-cleared personnel 



Contemplated r ' in operations 


